entrances.    From 750-884 A.D., quite a
number of alterations were executed by
various people including those in 826 A.D.
by Abdalla ibn Tahir.    The earthquake
of 885 A.D. and the fire in 886 A.D. des-
troyed all these alterations and additions.
In 1169 A.D. during the reign of 'Adid,
the last  Fatamid Khalifa,  the   city   of
Fustat was fired to save it from Almeric
the Crusader, but Salah-ud-Din Ayyubi, on
becoming the ruler of Egypt, carried out
its repair and restoration.    In 1303 A.D.
an earthquake did tremendous harm to
the   mosque,   which   was   remedied   by
various people and Sultans of Egypt in-
cluding Nasir Mohammed and Qait Bey
(1495-1498   A.D.).     In   1798   A.D.   the
whole mosque was renovated assuming the
shape in which we find it to-day.  It is for
this reason that Creswell considers it mis-
leading to present the present plan of this
mosque as an   example   of  the  earliest
Islamic period, and hence he looks upon
Ibn Tulun as the real founder of Arab
architecture.
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